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CONFIDENTIAL LONDON 05363 
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E.O. 11652: GDS 
TAGS: IEA, ENRG, UK 

SUBJECT: TRANSCRIPT OF IAB MEETING OF SUBCOMMITTEE A 
HELD IN NEW YORK SEPTEMBER 19, 1977 

REF: STATE A-0001 

1 . R. F. CHASE OF BRITISH PETROLEUM READ SUBJECT 
TRANSCRIPT MARCH 30 AND HAD NO COMMENTS TO OFFER. 

2. M. W. ALLEN AND R. O. PROCTOR OF SHELL INTERNATIONAL 
READ SUBJECT TRANSCRIPT FEBRUARY 17. MR. ALLEN HAD NO 
COMMENTS TO OFFER. MR. PROCTOR SUGGESTS FOLLOWING 
REVISIONS: 

PAGE 56, LINE 16: CHANGE "WRITING" TO "REWRITING"; 

PAGE 62, LINE 2: DELETE WORDS "OF BILLS" AS MAKING NO 
SENSE; 

PAGE 130, LINE 20: CHANGE "ADD" TO "OTHER"; 

PAGE 155, LINE 25: INJECT "DIFFICULT” AS FIRST WORD IN 
THE LINE; 

PAGE 159, LINE 5: CHANGE "AS NOBLE A" TO "A SNOWBALL'S". 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TEXT, NUCLEAR ENERGY, MEETING PROCEEDINGS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 apr 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978LONDON05363 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780150-1199 
Format: TEL 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780486/aaaacuzt.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 1b915cb5-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 78 STATE A-1 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22 jun 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3056234 
Secure: OPEN 
Status: NATIVE 

Subject: TRANSCRIPT OF IAB MEETING OF SUBCOMMITTEE A HELD IN NEW YORK SEPTEMBER 19, 1 977 
TAGS: OCON, ENRG, UK, IAEA 
To: STATE 
Type: TE 
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